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Coiner’s Department. 


Mint of the United States 
At Philadelphia. 
May 7, 1880 


Hon. A. Loudon Snowden, 
Superintendent. 


Sir; 


I have the honor to acknowledge the receipt of your letter of 6th inst., relative to leaves of 
absence, and in reply beg to state, that where leave is asked for one day or more, the application 
is forwarded for your approval, except in cases of vacation, which you directed should be 
arranged so as to permit of no detriment to the work. 


In compliance with your directions I will send you a report at the end of each month 
giving the length of the absence and cause of the same, where but portions of the day are desired. 


Very respectfully yr. obt. servt. 
O.C. Bosbyshell 
Coiner 


